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therefore a greater part of them can take part in the
sonant vibration than when the position of the glottis is
higher, as then the current of air flows more gently

along the lateral walls which lead to it.

The Superior Cavity of the Larynx.

The neutral space situated between the actual vocal
apparatus and the pharynx (the superior cavity of the
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larynx) may be described generally as bounded by the
hyoid bone and the vocal chords; this, however, would
seem to imply that the height of the cavity was the same
throughout; it will be better, therefore, to mention at
once- that, although the lower boundary is formed by the
horizontal vocal chords, the upper boundary is cha-
racterized as being the entrance from the pharynx into